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Honorable John W. MeCormack 
1408 Post Office Building i 
Boaten 9, Massachusetts 


Dear Mr. MeCormack: 


Thank you for your letter of i ctober 7, 1955 regard- 
ing the spplicetion af[ sft employment STAT 
with this Agency. 


In your letter you state i el passed STAT 
the physical examination for employment wi TA. Howeve:, 
the fact is thet[ sss did not meet the physical require - 
mente for the position for which he was being considered, 


As you know, the work of this Agency is often perforraed 
under difficult and unusual circumstances. This engenders a 
particular type of strain which we have found requires us to be 
moat careful in the interest of the employes as well as the Agency. 
We, therefore, have found it necessary to maintain the highest 
physical standards. Gur dical staff has advised us that in 
their opiaion cannot meet those standards. i may 
well be that he is fully qualified for employment in or out of 
Government generally, but we hope it will be realized wur action 
was as much in his interest as in the interest of the Agency. 


With kindest regards. 
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Sincerely, 
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Allen ¥. Oulles 
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Represce” ative John W. McCormack (D. Mass.) 


Committees: Government Operations 
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